029717 



IIIISJ? ridae 


— Ill — 

^ Hi 

|| Cambridge 

1111 KINGS 

|| Cambridge 

HU KINGS 

— .. — 

•sasft °Ttr 

||Cambridge 

■III 

|| Cambridge 

Hill KINGS 

— Ill — 

|||H| "W" 

fill Cambridge 

1111 KINGS 

rniss**- 

m — 

— 11 — 


29717 


Source: https://www.industrvdocuments.ucsf.edu/docs/ 20‘j't •{ 370i0 

















